Anxious library patrons (above) make their way into 
the newly expanded and remodeled Camas Public 
Library on Saturday.morning following the ribbon cut- 
ting ceremony (below) conducted by Mayor Dean 
Dossett and Library Board Chair Ken Mattson. 
Members of the community explore (left) all of the 
facility’s new nooks and crannies. The library Is now 
open regular hours, Monday and Tuesday, from 10 
a.m. to 9 p.m., and Wednesday through Saturday, 
from 10 a.m. to 6 p.m. 


